TOWN OF ARLINGTON 
MINUTES 

COMMITTEE MEETING 
PERMANENT TOWN BUILDING COMMITTEE 
Tuesday, June 4, 2013 


PRESENT: Adam Chapdelaine, John Cole, Alan Reedy, Bill Hayner, John Maher, Mark Miano, 
Michael Boujoulian 

ABSENT: Suzanne Robinson, Diane Johnson 

GUESTS: Capt. Flaherty, Police Department 

Eric Ammondson - Ammondson Architects 

Meeting was called to order at 7:30PM 


Robbins Library 

The Library Roof project is moving forward and the Town is now coordinating between the 
Library Wall contractor and the Library Roof contractor. 

There are some concerns with the with the wall project not progressing as expected. 


Community Safety Building 

Motion made by Adam Chapdelaine to enter Executive Session, seconded by John Maher: To 
enter executive session to discuss strategy with respect to potential litigation AND to re-enter 
open session only for the purpose of adjourning the meeting. 

Chair John Cole stated that having this discussion in open session would have a detrimental 
effect on the Town’s litigating position. 

Roll Call to enter Executive Session 

Yes No 


Alan Reedy X 

Mike Boujoulian X 

Adam Chapdelaine X 
Bill Hayner X 

Mark Miano X 

John Maher X 

John Cole X 



Roll Call to exit Executive Session for the purpose of adjourning 


Yes No 


Alan Reedy X 

Mike Boujoulian X 

Adam Chapdelaine X 
Bill Hayner X 

Mark Miano X 

John Maher X 

John Cole X 


Meeting adjourned at 8:40PM 
Respectfully submitted, 

Adam W. Chapdelaine 



